ATE 


ATC-112H/212H 
PRICE LIST/ORDER FORM 
Effective Date March 15,1990 


Description 


List 

Price 


ORDER 


Qty. 


Total 

Price 


ATC-112H Helicopter IFR Flight Simulator System, includes: 
Instrument Console, antitorque pedals, pilot's station, and 
platform. 


$ 27,790.00 


ATC-212H Helicopter VRF/IFR Flight System with two pilot 
enclosure, Instrument Console, Dual Controls with antiiorque 
pedals, X-Y Flight Plotter, Monitor I: Communications module 
with Headsets and flying model helicopter. Includes all 
manuals, special test equip., spare parts, installation and 
training of instructor and service personel. 


$ 87,600.00 


X-Y Flight Plotter 


$ 3,000.00 


Monitor 1: communications Module 


$ 1,955.00 


Headset with boom mike (two required) 


$ 75.00 


Cockpit Enclosure 


$ 8,500.00 


Plotter Pens (extra set) 4 per pack 


$ 32.00 


ATC-112H Owners Manual 


95.00 


ATC-112H Service Manual 


$ 375.00 


ATC Low Altitude Enroute Charts 5 NM Scale 

Vol. 


(50 Charts/Pack) 


1 

2 

3 





$ 32.00 


ATC Low Altitude Approach Charts 


Vol. 


1 

2 

3 





$ 22.00 


Dial Approach 


$ 32.00 


Special Navigational Area Programs 


$ 1,550.00 


Duplicate Special Navigational Area Programs 


$ 645.00 


220V 50Hz Conversion 


$ 365.00 


ATC one year service policy. Available only with new unit or 

for renewal on any simulator continuously covered without 112H 

lapse. (Available in U.S. only, outside U.S. available on 

request.) _ 212H 


$_900.00_ 

$ 2,600.00 


Name_Subtotal _ 

Address_ Sales Tax 


- Shipping_ 

nu „ (F.O.B. Santa Monica, CA.) 

Phone # _ 

Signature_ Total_ 

Date__ Deposit_ 

Ship to: (We cannot ship to a P.O. Box) Balance_ 

_Method of Shipping □ Surface □ Air 

-□ Other (attach Shipping Instructions) 



PRICES ARE SUBJECT TO CHANGE WITHOUT NOTICE 

Flight Simulator Co. 


165019th Street 
Santa Monica, CA. 90404 


EE2E1 

Phone: (213) 453-3557 
Fax: (213) 453-5276 



























































